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ON THE MARKET SINCE — 
1900. 


LACING the BOULET TEST INDI- 
CATOR on the market, was simply 
answering the call of a long felt want. 

It necessitated some very careful study 
in the development of same, but not so 
much as a shop tool, than as an individual 
one, which was the most important factor. 

Accuracy in every respect and a fully 
universal tool, guaranteed so, were the 
result of these long years of experiment and 
practising its use by our Mr. J. H. Boulet, 
the inventor, who was well equipped with 
the required knowledge in the most in- 
tricate and accurate class of tool making 
known to the mechanical world. 

We are assured in the belief that we 
offer to the market a most unique tool as a 
TEST INDICATOR, worthy of your 
appreciation. 

Very truly yours, 


BOULET’S FINE TOOL WORKS. 


One Large Manufacturing Concern 
Uses Over 600 of These 


MOST ALL THE BEST WORKMEN USE ONE OF THESE 
WITH THE GREATEST DELIGHT 


WHY DON’T YOU? 


IT WILL HELP YOU ALONG 


HIS UNIVERSAL MICROMETER 

TEST INDICATOR (shown about 

one-half size in cut) is the achieve- 
ment of years of practice, and without a 
doubt the most unique tool of its kind. 
Always ready with its attachments, so 
made that one can be removed and another 
one put on almost instantly without the 
slightest loss of accuracy. 


It will be noted that the body of this 
instrument is so designed (square, with 
row of holes) to be used on all kinds of 
surface gauges, for surface plate or bed 
work, also on all kinds of machine tools. 
When held in a vertical or horizontal posi- 
tion, same will give a direct reading with 
precision equal to a micrometer caliper. 


We furnish three attachments, Nos. 
2, 3 and 4, for the purpose of indicating in 
different directions and in intricate places 
(of which our accompanying booklet 
illustrates fairly well), covering any and 
all angles, reaching into small holes, 
through a hole and against the back: face, 
up, down, right or left, on very thin 
shoulders, and in fact every conceivable 
place with equal accuracy. No. 2% needle 
is for use on very thin shoulders or in small 


cavities where the regular one will not 
allow you to enter or reach same. 


A special feature in using this instru- 
ment, is that when making any kind of a 
test, which requires moving same forward, 
backward or sideways, the indicating arm 
will give at all times, the exact same read- 
ing; a feature that no other known test 
indicator has. 


~ Another new feature is the English 
and meteric measure combined on the 
same graduated scale, with one graduation 
only. 


Both the english and metric measure 
on the same instrument, $1.00 extra. 


COMPLETE WITH CASE. 


Price, . : ; ; $15.00 
Indicator Only No.1. . 6.00 
Discount, 1-3rd. Per Cent. 


Sent with English reading unless other- 
wise requested. 


No discount allowed unless a complete 
instrument is purchased. 


SOME OF ITS GOOD 
QUALITIES. 


Convenient. 

Sensitiveness. 

Universally Accurate. 

Direct in its Reading. 

Mechanically Constructed. 

Easy Adjustment for Wear. 

Pivot Dust-proof and Protected. 

Adapted to English and French Measure. 


CAUTION 


The indicating needle should never 
touch the graduated scale. 


When gritty and sticky bathe the whole 
instrument in kerosene oil, using a small 
camel’s hair brush to get at the small 
cavities in any of the attachments. Let 
drip and wipe dry; it is then ready for use. 


TEST BARS 


SPECIAL TO ORDER 


Price Each, _ ‘ : . $1.25 


Sold by all Hardware Dealers and Factory 
Supply Stores in U.S. A.and Europe 


Names of Firms Using This 


Instrument 
United Shoe Machinery Co., Beverly, Masy, 
Burroughs Adding Machine Co., Detroit, Mich. 
National Cash Register Co., Dayton, Ohio 
Mergenthaler Linotype Co., Brooklyn, N. Y. 
American Arithmometer Co., St. Louis, Mo. 
Bundy Manufacturing Co., Endicott, N. Y. 


The Corbin Motor Vehicle Co., New Britain, Conn. 
Lodge & Shipley Machine Tool Co., Cincinnati, O. 
United Shoe Machinery Co., Paris, France 
Rock Island Arsenal, Rock Island, Ill. 


N. Y. Adding & Typewriting Machine Co., 
St. Louis, Mo. 


L. H. Hammel & Co., Salem, Mass. 
Elliott-Fisher Co., Harrisburg, Pa. 
Gamewell Fire Alarm Tel. Co., 

Newton Upper Falls, Mass. 
Bresnahan Shoe Machinery Co., Lynn, Mass. 
Lucas Machine Tool Co., Cleveland, Ohio 


Electro Dental Mfg. Co., Cherry Street, 
Philadelphia, Pa. 


Robert J. Emeroy Co., Sherman Ave., Newark,N.J. 


Wagner Electric Mfg. Co., Plymouth Ave., 
St. Louis, Mo. 


Beloit Iron Works, Beloit, Wis. 
J. A. Weaver Mfg. Co., Springfield, Il. 
Olds Motor Works, Lansing, Mich. 
United Shoe Machine Co., (Canada ‘Montreal, P. Q. 
Olds Gas Power Co., Lansing, Mich. 
Gemmer Mfg. Co., Detroit, Mich. 


The Stanley Works, New Britain, Conn. 


Massachusetts Institute of Techonology, 
Boston, Mass. 
Waterbury Clock Co., Waterbury, Conn. 


Buff & Buff Mfg. Co., Jamaica Plain Station, 
Boston, Mass. 


The Standard Mfg. Co., Bridgeport, Conn. 
Wm. H. Talbot Reel Co., Nevada, Mo. 
E. R. Thomas Motor Car Co., Buffalo, N. Y. 
American Optical Co., Southbridge, Mass. 
Rivett Lathe Mfg. Co., Brighton, Boston, Mass. 
Taft-Pierce Mfg. Co., Woonsocket, R. I. 
Owen Motor Car Co., Detroit, Mich. 
Union Twist Drill Co., Athol, Mass. 
General Electric Co., West Lynn, Mass. 
General Electric Co., Erie Works, Erie, Pa. 
P. H. Gill & Sons Mach. Works, Brooklyn, N. Y. 
Jenckes Knitting Mach. Co., Pawtucket, R. I- 
Bosch Magneto Co., Springfield, Mass. 
Cadillac Motor Car Co., Detroit, Mich. 
Waterbury Mfg. Co., Waterbury, Conn. 
American Locomotive Co., Providence, R. I. 


Parker Transmission & Appliance Co., 
Springfield, Mass. 
Standard Typewriter Co., Groton, N. Y. 


The Columbus Die, Tool & Machine Co., 
Columbus, O. 


Ingle Machine Co., Rochester, N. Y. 
S. D. Warren & Co., Cumberland Mills, Me. 
Autoparts Mfg. Co., Detroit, Mich. 
Berlinger Gram-O-Phone Co., Ltd., Montreal, Can. 
Atlas Engine Works, Indianapolis, Ind. 
Red Wing Motor Co., Red Wing, Minn. 
Reo Motor Car Co., Lansing, Mich. 
U. S. Naval Torpedo Station, Newport, R. I. 


Newton High School, Newtonville, Mass. 


International Motor Co., Saurer Plant, 
Plainfield, N. J. 


Boonton Rubber Co., Boonton, N. J. 
Fort Wayne Electric Works, Fort Wayne, Ind. 
The Cleveland Foundry Co., Cleveland, Ohio 


The Denver Rock Drill Mfg. Co., Denver, Colo. 


American Machine & Foundry Co., 
Brooklyn, N. Y. 


Arbetter Felling Machine Co., 
- Dover St., Boston, Mass. 
General Fire Extinguisher Co., | Providence, R. I. 


Edison Phonograph Works, Orange, N. J. 
Page Needle Co., Chicopee Falls, Mass. 
Morrow Mfg. Co., Elmira, N. Y. 
Boston Gear Works, Norfolk Downs, Mass. 
Southworth Machine Co., Portland, Maine 
The Singer Mfg. Co., Bridgeport, Conn. ~ 
Standard Roller Bearing Co., Philadelphia, Pa. 
The Universal Stenotype Co., Owensboro, Ky. 
The Simmons Mfg. Co., - Kenosha, Wis. 
The Thomas B. Jeffery Co., Kenosha, Wis. 
The Studebaker Corporation, Detroit, Mich. 


Writ Company, Germantown Sta., Philadelphia, Pa. 
Gray & Davis, Inc., Fenway Station, Boston, Mass. 
The Boylston Mfg. Co., | Boston, Mass. 
J. E. Snyder & Son, Worcester, Mass. 
B. F. Sturtevant Co., Hyde Park, Boston, Mass. 


ON 


Few of the Many Tool Makers 


Using This Instrument 


Joseph Moffet, South Braintree, Mass. 


Wm. Bain, 26 Park Ave., Worcester, Mass. 
L. B. Mitchell, Box 155, Endicott, N. Y. 
C. H. Willard, 37 Pleasant St., Beverly, Mass. 
H. M. Wallace, 10 Philips St., Salem, Mass. 
W. H. Church, 922 Elm St., Beloit, Wis. 
H. G. Peters, Holley Bros., Detroit, Mich. 
C. E. Hunt, 78 Chester St., Taunton, Mass. 


Moses Shakley, U. S. M. Co., Office, Lynn, Mass. 
G. E. Braun, Corbin Motor Vehicle Co., 

? New Britain, Conn. 

J. I. Fonda. Winchester Rifle Co., 

New Haven, Conn. 

P. A. Coupal, 821 E. 4th St., South Boston, Mass. 

Eugene Dutzgent, 119 West 23rd St., New York: 
Frank Costello, Mergenthaler Linotype Co., 

Brooklyn, N. Y. 


A. Brunelle, U. S. M. Co., Montreal, Canada 
R. A. Demeillers, U. S. M. Co., Paris, France 
J. B. Flint, N. Y. Adding & Typewriting Mach. Co,. 

St. Louis, Mo. 
D. G. Jackson, U. 8. M. Co., Beverly, Mass. 
O. W. Cowgill, Am. Arithmeter Co., St. Louis, Mo. 
H. A. Barwick, U.S. M. Co., Beverly, Mass. 
Thomas Waldron, Fore River Works, 

Quincy, Mass. 
Napoleon Gelinas, P. O. Box 85, Quebec, Can. 


W. E. Proctor, 340 Moody St., Waltham. Mass. 
Frank Anson, Am. Arithmometer Co., 


St. Louis, Mo. 
Otto Thieme, N. Y. Adding & Typewriting 
Machine Co., St. Louis, Mo. 


W. H. Pike, 5588 Vanderventer Ave., St. Louis, Mo. 
C. E. Lamont, Arbetter Felling Mach. Co., 
Montreal, Can. 
G. T. Townsend, U.S. M. Co., Lester, London, Eng. 
J. S. Twitchell, Charles St., Beverly, Mass. 


R. B. Daniels, 157 Lynnfield St., Peabody, Mass. 
F. H. Thomas, 1325 Carey Ave., Davenport, Iowa 
R. Smith, Lynn, Mass. 
Walter E. Flynn, 73 Whiting St., Lynn, Mass. 
W. R. Hamilton, McKinley Ave., Beverly, Mass. 
J. C. Harris, Bundy Mfg. Co., Endicott, N. Y. 
Wilham L. Herring, Taft-Pierce Mfg. Co., 
Woonsocket, R. I. 
H. V. Sweeke, 171 So. Main St., New Britain, Ct. 
EK. R. Ermold, Electro Dental Mfg. Co., 
Philadelphia, Pa. 
Mr. Moulton, With Arbetter Felling Mach. Co., 
Dover St., Boston, Mass. 
Hugh M. Mount, 1565 A St., Urban Street, 
Montreal, Can. 
H. M. Ellms, Corbin Motor Vehicle Co.. 
New Britain, Conn. 
W. Appel, Corbin Motor Vehicle Co., 
New Britain, Conn. 
C. May, Corbin Motor Vehicle Co.., 
New Britain, Conn. 
James White, 501 North Washington St., 
Saginaw, Mich. 
P. Freeney, Bresnahan Shoe Mach. Co., Lynn, Mass. 
J. Cromb, Bresnahan Shoe Mach. Co., Lynn, Mass. 


Geo. Hubel, 1415 Destrehan St., St. Louis, Mo. 
W. Fieldgate, 334 West 23rd St., | New York City 
B. H. Clegg, Beloit, Wis. 
Ira J. Peet, 124 Linden Ave., Dayton, Ohio 
Harry M. Hill, Southbridge, Mass. 
James Stanton, 102 Babcock St., Hartford, Gonn. 
Adolph Bader, 808 Baker St., Flint, Mich. 
A. D. Zwirow, Box 326, ’ Endicott, N. Y. 


Ernest Daoust, 626 Mentana St., Montreal, Can. 
F. W. Granger, 155 Cherry St., Waterbury, Conn. 
Thos. Coles, 621 28th St., Detroit, Mich. 
Henry J. Meyer, 67 Ward St., | Waterbury, Conn. 
Thomas Knott, 101 Willington Ave., Newport, R. I. 
A. J. Wormwood, 399 New York St., Aurora, II. 
W. E. Green, Y. M. C. A., — Peterboro, Ont., Can. 
Harry C. Mosher, 101 Federal St., Greenfield, Mass. 
Wm. J. Sincaster, 23 Hill St., Waterbury, Conn. 
Chas. H. Hellyer, 51 Conwaa St., Greenfield, Mass. 


Herbert Eak, 623 West St., Brooklyn, N. Y. 
Geo. McQuestion, 104 Newhall St., Lynn, Mass. 
Clifton O. Rand. 17 Jewett St., Providence, R. [. 
F. W. Poosch, Jr., 305 Charlevoix Ave., 
Detroit. Mich. 
Richard Goedecke, Jr., 71 Hillside Ave., . 
Waterbury, Conn. 
M. B. Kenley, 2127 Wesley Ave., Evanston, Ill. 
R. Hoyt, 166 Franklin Ave., Brooklyn, N. Y. 
J. O. Christian, 73 Grand St., Brooklyn, N. Y. 
W. C. Schnieder, 1037 W. Main St., 
Waterbury, Conn. 
Dr. E. C. Palmer, 1311 N. Broad St., 
Philadelphia, Pa. 
A. Nikifonaff, 351 Clinton Ave., Bridgeport, Conn. 
Romeo Prefontaine, 10 Champagne Ave., 
Montreal, Can. 
P. Perry, 44 W. Montcalm Si; Detroit, Mich. 
J. R. Ward, Asst. Supt. Metz Motor Car Ca. 
Detroit, Mich. 
G. N. Gulick, 3263 Belgrade St., Philadelphia, Pa. 
G. D. Ensor, 25 Gilbert Ave., Dayton, Ohio 
E. W. Raino, 41 Sagamore St., Lynn, Mass. 
Jno. H. Wackenbut, 915 Tatnall St., 
Wilmington, Del. 
F. H. Klar, 58 Fairview St., New Britain, Conn. 


Eugene A. Ager, Clairmont, N. H. 
G. H. Palmer, Lock Box 53, Montour Falls, N. : 
Robert Holding, 300 N. 5th St., Lyons, lowa 
Herman Hess, 216 Hall St., Brooklyn, N. Y. 


B. Kluttig, 29 E. Liberty St., Waterbury, Conn. 
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